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Methylrosaniline Chloride Solution,
2%.

Podophyllum Resin, Alcoholic
Podophyllum Resin, N. F,,         20%
Alcohol, to make                     100%

Podophyllum Resin, Oily
Podophyllum Resin, N. F.,         25%
Liquid Petrolatum, to make     100%

Salicylic Collodion, N. F,
Salicylic Acid,                           10%

FIc'xiMe Collodion, to make       100%

Silver Nitrate Solution

Sodium Thiosulfate Solution

Sulfurated Lime Solution, N, F.
Active  ingredients:   Calcium   trisul-
fide, calcium tbiosulfatc

Tar Collodion

Coal Tar,                                   70%

Acetone,                                     15%

Flexible Collodion,                     15%

Tyrothricin Solution, V. S. P.

"Gentian Violet Solution"
"Podophyllin, Alcoholic"

"Podophyllin, Oily"

5% and 10% solutions

25% solution
"Vleininckx1 Solution"

2% and 2.5%, diluted before use

Powders

Powders are used as (1) drying agents because of their moisture-absorbing
properties; (2) astringents; (3) antipruritic agents; (4) fungistatio agents,

Sodium Bicarbonate and
Talc Powder

Sodium Bicarbonate,

Tale, to make
Talc, U. S, P.

10%
100%

Compound Undecylenic Acid Powder

Zinc Undeeylenate, N. P.,
Undecylenic Acid, N. P.,
Talc, U. S. P.

20%

2%

78%

Use; Deodorant.

Vse: Useful   in nonweeping intortrigi-

nous areas,
Use: Locally, to dry superficial fungus

infections; used as preventive agent.

Lotions and Liniments

Lotions and liniments are convenient vehicles for covering wider areas of the
body surface. Lotions are intended as drying agents and may carry antipruritio
agents, desquamating agents, and stimulating agents. They are good vehicles
for carrying desquamating agents to the scaly scalp. Liniments serve the same
purpose as lotions but are composed of a high proportion of oil which tends to be
less drying to the skin.

Lotions

Calamlne Lotion, U. S, P.
Calamine,
Zinc Oxide,

Polyethylene Glycol 400,
Polyethylene Glycol 400 Mono
stearate,

Water, to make

8%
8%
8%

2%

100%

May add:
Menthol,

Phenol,                                        1%

(If phenol, 1%, is added, double the
amount of polyethylene glyool 400
monostearate ia used, to reduce
foaming.). White granular powder; used as an astringent in the
